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F.S. 155 (REF) 


CONDENSER INSTALLATION 
LOWER FAIRING MODIFICATION 


VIEW A-A 


C 2019 PARAVION TECH., INC. 


PARAVION IS A TRADEMARK OF 
PARAVION TECHNOLOGY, INC. 
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1.25 


13.00 


14.25 


CONDENSER CUTOUT 


R0.13 (4X) 


1 
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1 CONDENSER 
ASSY. (REF) 


(REF) 
2 SCREW 


3 WASHER 
(REF) 


SECTION B1-B1 


B1 
B1 


F.S. 155 (REF) 


VIEW A-A 


CONDENSER INSTALLATION 


(ATTACH TO NUT PLATES) 
3 WASHER (10X) 


2 SCREW (10X) 


C 2019 PARAVION TECH., INC. 


PARAVION IS A TRADEMARK OF 
PARAVION TECHNOLOGY, INC. 
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CONDENSER ASSY 
(IN POSITION) 


1 


NUT STRIPS 
(REF) 


HONEYCOMB 
SHELL 
(BELLY OF 
HELICOPTER) 


MATCH DRILL 
10X Ø.194 
AFTER POSITIONING 
CONDENSER 


4 


1 


J1 


J1 


J 


J 
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27.00 


STN. 155 


W.L. 29.47 


VIEW B 


LEFT SIDE 


LOUVER CUT-OUT 


BAGGAGE COMPARTMENT 


2.25 


4.65 


FLOOR 


2.25 


W.L. 51.67 


STN. 192 


R0.125 (4X) 


W.L. 34.46 


1.5 


PARAVION TECHNOLOGY, INC. 
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LOUVER CUT-OUT 


VIEW B 


1 
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2.38 


STN. 192 


W.L. 34.46 


R0.125 (4X) 


1.0 


DETAIL C 


LOUVER CUT-OUT 


RIGHT SIDE 


27.00 


2.00 


F 


4.65 


F 


2.38 


SECTION F-F 


STN. 155.18 


W.L. 29.47 


SEAL 


2.00 
REF. 


EXISTING DRAIN 


TUBES 


SEAL 


BAGGAGE COMPARTMENT 
FLOOR 


CUT-OUT 


5 (2X) 


LOUVER 


PARAVION TECHNOLOGY, INC. 
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DETAIL C 


CONDENSER (REF) 


TYRAP 


HELICOPTER 
OUTER SKIN 


LOUVER 
CUT-OUT 


6 


1 


1 
2 


(TYP. 3X) 
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STN. 155.18 


G 


8 WASHER (22X) 


G 


SECTION G-G 


STN. 192 


9 LOUVER PLATE 


7 SCREW (REF) 


8 WASHER (REF) 
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PARAVION IS A TRADEMARK OF 
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W.L. 51.67 


W.L. 29.47 


W.L. 34.46 


VIEW-D 


11 FASTENER PLATE (REF) 


10 FASTENER PLATE (REF) 


ENLARGED FOR CLARITY 


VIEW-D 
(LOUVER INSTALLATION LEFT SIDE) 


7 SCREW (22X) 


3 


1 
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STN. 192 


W.L. 34.46 


H 


H 


W.L. 29.47 


STN. 155.18 
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DETAIL-E 


ENLARGED FOR CLARITY 


SECTION H-H 


DETAIL- E 
(LOUVER INSTALLATION RIGHT SIDE) 


8 WASHER (21X) 


7 SCREW (21X) 


9 LOUVER PLATE 


7 SCREW (REF) 


8 WASHER (REF) 


11 FASTENER PLATE (REF) 


10 FASTENER PLATE (REF) 


3 


4 


DETAIL K 


1 
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PARAVION TECHNOLOGY, INC. 
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4 


4 


4 


4 


10 


10 


11 


11 


10 


10 


11 


11 


ENLARGED FOR CLARITY 


DETAIL K 


SCREW 13 


12 INSERT 


14 WASHER 


SECTION J-J 
LEFT SIDE FASTENER STRIP 


SECTION J1-J1 
RIGHT SIDE FASTENER STRIP 


1 


LOUVER CUT OUT 


LOUVER CUT OUT 


4 
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ITEM # 
P/N 
DESCRIPTION 
QTY 
TYP 


Bill of Materials 


*407AC-211-1, REV. N/C 


0 
*407AC-211-1, REV. N/C 
CONDENSER INSTALLATION 
1 
KIT 


1 
206AC-2100-3 
CONDENSER ASSEMBLY 
1 
EA 


2 
MS35207-265 
SCREW 
10 
EA 


3 
NAS1149F0332P 
WASHER 
10 
EA 


4 
206AC-2610-3 
NUT STRIP 
2 
EA 


5 
MS3367-4-0 
TYRAP (ALT: CT4B) 
6 
EA 


6 
K010-0608X100 
HOSE (ALT:NSF-51-3/8X1/2, 2279004) 
6 
FT 


7 
MS35206-247 
SCREW 
43 
EA 


8 
NAS1149FN816P 
WASHER 
43 
EA 


9 
206AC-2511-3 
LOUVER PLATE 
2 
EA 


10 
206AC-2512-1 
FASTENER PLATE 
4 
EA 


11 
206AC-2512-2 
FASTENER PLATE 
4 
EA 


12 
NAS1836-3-08M 
INSERT 
1 
EA 


13 
MS27039-1-04 
SCREW 
1 
EA 


14 
NAS1149D0332J 
WASHER 
1 
EA 
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